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006718 161322Z/23 

P R 160955Z MAR 78 
FM AMEMBASSY NAIROBI 
TO AMEMBASSY ADDIS ABABA PRIORITY 
AMEMBASSY DJIBOUTI PRIORITY 
INFO SECSTATE WASHDC 5960 
AMEMBASSY ACCRA 


LIMITED OFFICIAL USE NAIROBI 4095 

ACCRA FOR COMSPEC 

FROM RCO 

E. O. 1 1652: N/A 

TAGS: ASEC, AEMR, AVCE 

SUB J : EMERGENCY GENERATOR 

REF: ADDIS ABABA 1226 (REPEATED ACCRA) 

1 . IS GENERATOR GASOLINE OR DIESEL FUELED? 

2. FOR DJIBOUTI: OSHA REGULATIONS PROHIBIT THE INSTALLATION 
OF A GASOLINE ENGINE IN AN OCCUPIED BUILDING. IT CAN BE USED 
PROVIDED THE GENERATOR HOUSING IS NOT ATTACHED TO THE OFFICE 
BUILDING. 

3. FOR ACCRA: CAN COMSPEC COMMENT FURTHER IF APPROPRIATE? 

BLANE 

LIMITED OFFICIAL USE 
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Disposition Action: RELEASED 
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Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
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Document Source: CORE 

Document Unique ID: 00 
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Enclosure: n/a 
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Errors: N/A 
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Handling Restrictions: n/a 
Image Path: 

ISecure: 1 
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Line Count: 46 
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Original Handling Restrictions: n/a 
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Review Media Identifier: 

Review Release Date: n/a 
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